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1. From Har to September 1916 work was being done in the laboratory at the 
Bleicherode Raabe Institute, at the antenna field near the Lohra Estate 
Administration, and on the production of V-2 components, V2 missiles were 
assembled in KElein-Boduncen. The missile, which was mounted without rear 
section on a special carriage, was broucht into a vertical position for measure- 

ry onte 33 
25X1 


In September and October . the é uLe were 
transferred from Bleicherode to Soncershausen. a acti 25X1 
wities in Klein-Bodungen stopped at the same time. (1 e laboratory and 


the section concerned with the manufacture of V-2 parts were taken over by the 
Brunnguell @, Go Firm, Electric Apparatus, in Sondershausen, “lnost all the 
al of the former Raabe Institute were deported to the U.S.5.R. in Octeber 
19L6, 


2, Dr. inc. Gehgmann was the first director of the Institute in Bleicherede until 
fucust 19,6. He was repleced by Neidhardt and Groettrupp, who were also deported, (2) 
Gehrrann cortinued to work as seconde Cirector in Sondershausen until _he was de- 
d replaced by Soviet “ngineer Kubshan, 25X1 


men specialists forking in a@ sanatorium near 
Moscow. (3) The activities in Sondershausen remained under Soviet contre] until 
late 1947, Two auxiliary apparatus for V-2 missiles were built in Bleicherode 
and Sondershausen; these were the "Test Deske501" and the "rhantom™, but the 
production of the installation was converted to the manufacture of commercial . 
electrical equipment durine 1947. 


25X13 ae of about 20 V-2 missiles in Klein-Dodungen from 
Yay to September 1946 and the production of a out 10 Test Desks-501, in addition 


40 10 Phentom devices in Sondershausen from September 1946 to 1947. 25X1 
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ja Vee measuring train, composed of five or six express train coaches in 
ilein-Bodungen, technical personnel were officially requested to apply for 
caployment on this train. 


h, It is believed that the 20 V+2s observed wore made fron wertime Gorman com= 
ponents, since large quantities of such components were stored in Klein~ 
Zodungen. The arrival of new components was not seen, only the machining 
and production of net ones nade from materials available was noticed there. 


Ul 


The approximatcly 20 V-2s mentioned were assembled in KleineBeduncen from 
May to September 19)6, the plant, a forner 
Ye installation, was int prouuction. Lachining and asseribly work was 
being done, A master electrician who had worlred at the plant prior to the 
German surrencer was still employed there in his previous capacity. It is 
believed that the plant resumed its former production immediately after the 
arrival of the Soviets, All the missiles observed were of the sane type. 
Chanres or improvements were not noticed, 


6. It was mentioned in the leboratory at Bleicherode that the first V2 was to 
be experinentally leunched at the Baltic seashore » possibly at Peenemiende, 
in October 1946. [—_ Ci is tarset date could not be met bee 

ose of the de ion of the Cerman experts. 
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7. Tho Phantom device is soneloy parallel to the Test Desk-S01 wnd was used for 
control and steering purposes at the launching of the V2, It is a rectangular 
box about GOxG0xGo em and most of the contents are moving coil instruments ’ 
relays, rectifiers, control lars, ete. The set could be carried by one man, 
the Test Desk=501 looked Like a harnonium end was proviced with switches and 
control instruments on the slanting section. Its interior was equipped with 
instruments sirdlar to those on the Phantom device. An asbestos cable running 
<rom its interior was _used to establish a connection with the command post at 
the launching site. the Phantom device and the Test Desi 
SOL, although used for similar missions at the iaunching of the V«2, world 
independently of each other. 


8. | el the V2 is concerned. Only this designation was used in 
oin-wodunfen, Designations like Vasserfall or others wore never used. The 


missiles (in KieineLodungen were resting on 
special carriaces without their rear sections. Their Length was estimated 
at 16 neters, their maximum diancter at 1.2 meters. The rear section which 
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9. Transmitting oné recelvine sets wore being installed in the VYe2s at Kleine 
Becuncgen. Detaiis on the origin of this equipment are not available. One of 
the instruments installed wes ecllecd Ortler, The corbustion chember of a V-2 
stored nesr an assembly hall was allways open, Sovicts wearing uniforms, and 
mostly officers, including women, often tnsnected the open combustion chamber, (5) 


|Cornnents. 
(1) The plant in Elein--odunven was Ceactivated betreen December 19h6 and Pebrunry 
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(2) Neidhardt was Lest roported to be in Nonino or Colsheve in March 1943: ] 25X1 
(rere eee Coettrup was reported several tires to have com tted 
S rae ails iInforration is unconfirned. 


25X1 


Approved For Release 2003/08/11 : CIA-RDP82-00457R006600310001-8 


25X1 
25X1 


25X1 
25X1 


25X1 


(3) Gehrmann is a misspelling of the nane of Dr. Coermenn who, accordins to a 


previous report, lived in Lioscor-folshevo and thus is bolieved to be 
closely connected with the production in the neichboring “Nalingrad plant. 
Kiesewald was oreviously reported to be among the deported 
‘erman specialists. Fron this remark it appears pro= 
bable that he, along with the majority of the specialists employed in 
Monino near Uoscow, is located in building I of the sanatori pre- 
sence there of Dr. Karl Booknann is also confirmed. | 
It 1s considered irmrobable that V-2s were test~launchod in zernany. The 
tinishod missiles were shi: 


developrent work performed in Klein-Dodungen, in only minor points, 


5ee 
Amex for sketches of V2, Test Desk~501, and Phanton cevice. 


i Amex; Sketches 1a, Ib, 2, ard 3, on Ccitto. 
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med to Lioscow-hinki or Moscow-Kaliningrad, 
|__| svprienented 
3 LVLULES in bDlercherode, and particularly on the ronmote conbrol 
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